27 April 1954 


REGULAR MEETING 


Lakehead Amateur Radio Club 


The last regular meeting of the L.A.R.C. was held in the Club 
Rooms, Court House Building, in Fort William, Tuesday evening, 
April 27/54 at 8:00 pm. 


A motion that the minutes of the last meeting be adopted was 
made by Frank Start - VE3AJ and seconded by George Wolfe - 
VE3BAB. Carried. 


It was decided that for the Annual Field Day to be held this 
year June 19th and 20th we would set up at the same spot near 
Kakabeka Falls. Thirteen members indicated their intention of 
attending the Field Day this year. 


A motion was made by Frank Start - VE3AJ to buy from Bob Adams 
— VE3SASL one V.F.O. with power supply, said V.F.O. to be built on 
a 19" panel, the cost of same to be $15.00. This motion was 
seconded by Harry Stephens - VES3AIT. Carried. 


Motion that meeting adjourn was made by Ted Dunderdale - 
VE3BBO and seconded by Bob Adams — VE3ASL. 


Signed: 


Peter Boyle — VE3DPJ 
Secretary-—Treasurer 
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